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Faculty Member (Primary Investigator): Dr. Peter Heymann 

Protocol Title: Development of Inhalant Allergy and Asthma in Children 

Protocol Number: 1577-10-92 


REVIEW BY ANIMAL RESEARCH COMMITTEE 


This proposal is: 

i/ A pproved for grant application by ARC chairman without full review of the 
Coonittee. This protocol continues under previous approval 
(Renewal date (10/93) without significant modification. 

_Approval pending: Full Committee review necessary. 
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